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SUB J : RADIO FREQUENCY INTERFERENCE TO TE400A EPABX 
FOR RCO STAFF 
REF ACCRA 4527 

1. REQUEST FURTHER INFORMATION AS TO AC VOLTAGE INCREASE AT 
TIME OF TRANSMITTER TURN-ON. IF AC IS BEING INDUCED INTO 

THE AC LINE SCREENING WILL NOT ALLEVIATE PROBLEM. 

2. TURN OFF AC SOURCE VOLTAGE TO EPABX. TURN ON ATO TRANS- 
MITTERS AND CHECK FOR ANY VOLTAGE PRESENT AT POINT WHERE 
EPABX IS CONNECTED TO AC. IF VOLTAGE PRESENT, THEN A 
DIFFERENT FIX IS REQUIRED THAN SCREENING. 

3. IS THERE A POSSIBILITY THAT ONLY THE DC VOLTAGES ARE 
AFFECTED AND NOT THE AC. ADVISE. ALSO, RF MAY AFFECT THE 
METER READINGS. ROGERS 
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